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BILL NO. 


SPECIAL ORDINANCE NO. S-^ & 3 _ p/ 
ORDINANCE further fixing the salaries of ‘ 
each and every union firefighter of the City 
of Fort Wayne, Indiana, for the year 1982 

WHEREAS, the Common Council of the City of Fort 
Wayne, Indiana, has passed Special Ordinance No. S-178-81 
entitled: 


"AN ORDINANCE fixing the salaries 
of each and every appointed officer, 
employee, deputy, assistant, 
departmental and institutional head 
of the Civil City of Fort Wayne, Indiana, 
for the year 1982"; 


WHEREAS, said Ordinance did fix maximum salaries 
to be paid for labor grades of all employees of the Civil City 
of the City of Fort Wayne, Indiana, for the year 1982; 

WHEREAS, said Ordinance requires that salaries for 
firefighters, determined through collective bargaining, be 
submitted to the Common Council for review and approval as 
required by Indiana Law. 

NOW THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1: That this Ordinance shall and does 
to all sworn union firefighters of the Fort Wayne Fire 


SECTION 2: That the base annual pay for the year 
1982 for the firefighters covered hereunder shall be as follows: 

(a) First Class Firefighters, who were First Class 
lirefighters as of January 1, 1982, shall receive a base annual 
pay for 1982 of Seventeen Thousand Seven Hundred Sixty-Four 

and 00/100 Dollars ($17,764.00); 

(b) The base annual pay of firefighters holding 
-he rank of Lieutenant shall be, for the year 1982, Eighteen 
thousand Eight Hundred Eighty-One and 00/100 Dollars ($18,881.00); 

(c) The base annual pay of firefighters holding 
-he rank of Captain shall be, for the year 1982, Nineteen 
fhousand Six Hundred Eleven and 00/100 Dollars ($19,611.00); 
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(d) The base annual pay of firefighters holding 
the rank of Platoon Captains shall be, for the year 1982, 
Twenty Thousand Three Hundred Seventy-Four and 00/100 Dollars 
($20,374.00) ; 

(e) The base annual pay of firefighters holding 
the rank of District Chief shall be, for the year 1982, 
Twenty-One Thousand One Hundred Eighty-Two and 00/100 Dollars 
($21,182.00). 

The base annual pay figures herein established, 
in this Section 2, shall be utilized for fire pension purposes 
and no other monetary fringe benefits or remuneration referred 
to in this Ordinance or elsewhere shall be included as an 
addition to the base salary of any firefighter for any purpose, 
including pension purposes. 

SECTION 3: Notwithstanding any language herein 
to the contrary, all new firefighters hired after January 1, 
1982, shall be paid Eighty Per Cent (80%) of the existing 
base pay of the First Class Firefighters for the first year; 
Ninety Per Cent (90%) of such base pay figure for the second 
year; and Ninety-Five Per Cent (95%) of such base pay figure 
for the third year. Such reduced annual base pay figures 
shall be effective past the year 1982 and shall be followed 
regardless of the year in question, unless the establishment 
of same is specifically repealed by the Common Council of the 
City of Fort Wayne. 

SECTION 4: Each firefighter covered by this 
Ordinance shall receive the sum of Five Hundred Dollars 
($500.00) per year as a uniform allowance. 

SECTION 5: Technical pay of Five Hundred Dollars 
($500.00) per year shall be paid to no more than twenty-two 
(22) positions in the Fort Wayne Fire Department in either the 
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scuba diver classification or certified EMT instructor 
classification. The determination to pay such technical pay 
and the appropriate qualifications for same shall be determined 
at the discretion of the Fire Chief. 

SECTION 6: Any First Class Firefighter who is 
required to assume duties of a higher rank shall be compenstated 
at the normal hourly rate of a Lieutenant. 

SECTION 7: Compensatory time will not be 
granted, but rather, appropriate overtime shall be paid. 

SECTION 8: The benefits herein payable to the 
covered firefighters shall be in addition to any other benefits 
referred to in Special Ordinance No. S-178-81. 

SECTION 9: Any provision, term, or section 
of any other Ordinance that is in conflict with this Ordinance 
shall be deemed amended to the extent of any such conflict. 

SECTION 10: That from and after the adoption of 
this Ordinance, as required by law, the individuals referred 
to herein shall be paid according to this Ordinance, subject 
to all appropriate budgetary provisions. 

SECTION 11: If any section, clause, sentence, 
paragraph, part or provision of this Ordinance shall be held 
invalid, it shall be conclusively presumed that this Ordinance 
would have been passed by the Common Council without such 
invalid section, clause, sentence, paragraph, part or provision. 

SECTION 12: This Ordinance shall be in full force 
and effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM AND 
LEGALIT^KTHIS 3juD DAY 
0F - 1981 . 


BRUCE O. BOXBERGER,'CITY ATTORNEY 
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Read the fLzsy /time in full and on motion by__ 

seconded by , _, and dulyja^opted, read the second time 

by title and referred to the Committee 
?Ian Commission for recomm endation) — 
due legal notice ,^at"the Council Chambe 
Indiana, on_ f _, the 



Read the third _ 

seconded by__, and duly adopted, placed on its 

passage. PASSED £&§©¥) by the following vote: 
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BURNS 
EISBART 
GiaQUINTA 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 
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STIER 
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NAYS 
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ABSTAINED 
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TALARICO 


JL 


DATE: 


_ 

CHARLES W. WESTERMAN - CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 

Indiana, as (ZONING MAP)_ (GENERAL) - (ANNEXATI ON), (SPECIAL) 

(APPROPRIATION) ORDINANCE (RESOLUTION) 


EXATIQN), (SPECIAL) 


on the 


_day of 




ATTEST: 




CHARLES W. WESTERMAN - CITY CLERK 



Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
_ _day of , 19 J~/ _, at the hour of 





































































































S-81-12-02 


BILL NO. 


REPORT OF THE COMMITTEE ON FINANCE • _ 

WE, YOUR COMMITTEE ON Finance _TO WHOM WAS REFERRED AN 

ORDINANCE_ further fixing the salaries of each and every union fire ¬ 

fighter of the' City of Fort Wayne, Indiana for the year '1982 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE_ _ PASS. 


JAMES 

S. STIER, VICE CHAIRMAN . 

MARK E 

. GiaQUINTA 

PAUL M 

. BURNS C, 

ROY J. 

SCHOMBURG 







I CONCURRED IN 
DA ;^_CHARLES W. WESTERMAN. CITY CLERK 



























